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SUBJECT: UK CAMERA TUBE TO POLAND IL 1585 

REF: A. COCOM DOC. (75)2140 
B. OECD PARIS 30196 

1. US VIEWS CONSIDERABLY OVERDUE REFCASE A WHICH 
ORGINALLY SCHEDULED FOR 1 1/4. UKDEL RELUCTANTLY GRANTED 
ADDITIONAL 1 WEEK EXTENSION TO 12/23. 

2. ACTION REQUESTED: US VIEWS, OR INDICATION OF PROBLEMS 
IN FORMULATION THEREOF, PRIOR TO 12/23. 
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Document Number: 19750ECDP33138 

Document Source: CORE 
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Errors: N/A 
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